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UNCLASSIFIED 

PAGE 01 PANAMA 01900 221950Z 
ACTION ARA-14 

INFO OCT-01 EB-08 ISO-OO /023 W 

088931 230729Z/10 

R212215Z MAR 78 
FM AMEMBASSY PANAMA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6206 
AMEMBASSY SAN JOSE 
AMEMBASSY SAN SALVADOR 

UNCLAS PANAMA 1900 


Message Text 


E.O. 11652: N/A 
TAGS: BEXP, PN, CS, ES 

SUBJECT: U.S. HOSPITAL AND MEDICAL EQUIPMENT CATALOG EXHIBITION 
REF: USDOC 05418 


1 . HORACIO ICAZA OF LA CASA DEL MEDICO WAS INVITED THREE 
WEEKS AGO. HIS COMPANY REPRESENTS SYBRON CORPORATION WHICH 
IS PARTICIPATING IN SUBJECT EXHIBITION. 

JORDEN 


UNCLASSIFIED 
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